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E.O. 11652: N/A 
TAGS: TECH ENRG UR 

SUBJ: ATOMIC ENERGY AGREEMENT: SECOND JOINT COMMITTEE MEETING 
REF: A. MOSCOW 14754; B. HILL/TECH TELECON, 10/2/74 

1. SCAE ACCEPTS US PROPOSAL THAT SECOND JOINT COMMITTEE 
MEETING BEGIN OCTOBER 8 INSTEAD OF OCTOBER 7. EMBASSY 
AND SCAE THEREFORE ASSUME THAT THE MAJORITY OF THE 
MEMBERS OF THE US DELEGATION, INCLUDING COMMISSIONER 
ANDERS WILL ARRIVE MOSCOW ON MONDAY, OCTOBER 7. IN 
ACCORDANCE WITH REF B, WE HAVE INFORMED SCAE THAT 
THREE OR FOUR PERSONS WILL, HOWEVER, ARRIVE ON SUNDAY, 

OCTOBER 6. TO FIRM UP HOTEL RESERVATIONS AND ARRANGE 
FOR MEETING AND ASSISTING AT AIRPORT, IT IS MOST 
URGENT THAT ARRIVAL TIMES OF ALL MEMBERS OF USDEL BE 
COMMUNICATED TO EMBASSY BEFORE MOSCOW COB TOMORROW, 
OCTOBER 4, SO THAT WE MAY INFORM SCAE. PLEASE ADVISE 
ASAP. 

2. MYAKIN'KOV REPORTED OCTOBER 3 THAT PROGRAM OF 
VISIT WILL ESSENTIALLY BE AS REPORTED IN REF B, BUT 
THAT EXACT TRAVEL ARRANGEMENTS WILL PROBABLY NOT BE 
AVAILABLE UNTIL NEXT WEEK SINCE SCAE STILL STRUGGLING 
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GRAM WILL DEFINITELY END SUNDAY, OCTOBER 20. ORIGINALLY 
SCHEDULED VISITS TO KIEV (OF MARGINAL IMPORTANCE IN 
EMBASSY VIEW) AND TO NOVOVORONEZH (BECAUSE OF LONG, 

TIRESOME TRAVEL BY TRAIN TO REACH IT) HAD TO BE SCRATCHED 
FROM ITINERARY. 

3. IN MOSCOW, USDEL WILL BE ACCOMMODATED AT THE ROSSIYA 
HOTEL. 

DUBS 



UNCLASSIFIED 



NNN 



Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 




Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



Message Attributes 



Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: NUCLEAR AGREEMENTS, COMMITTEE MEETINGS, PEACEFUL USES OF ATOMIC ENERGY, MEETING DELEGATIONS, 
INTERGOVERNMENTAL COOPERATION 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 03 OCT 1974 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974MOSCOW14949 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740279-1186 
From: MOSCOW 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t1 9741 076/aaaacmxf. tel 

Line Count: 70 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION AEC 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 

Reference: A. MOSCOW 14754; B. HILL/TECH TELECO, N, 10/2/74 

Review Action: RELEASED, APPROVED 

Review Authority: cunninfx 

Review Comment: n/a 

Review Content Flags: 

Review Date: 13 MAR 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <1 3 MAR 2002 by chappeld>; APPROVED <06 FEB 2003 by cunninfx> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: ATOMIC ENERGY AGREEMENT: SECOND JOINT COMMITTEE MEETING 
TAGS: TECH, ENRG, UR, US 
To: STATE 
Type: TE 

Markings: Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 




